ST.  ANDREW'S  CATHOLIC  CHURCH  IN  ROANOKE,  VA. 
Built  in  1900,  this  church  is  known  throughout  the 
community  for  its  magnificent  Gothic  structure  and  rare 
imported  stained  glass  windows.  This  church  seats  800 
people.  Photography  in  this  case  is  unique  in  that  three 
different  exposures  were  made  to  make  this  true  night 
view  possible. 
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